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Mr  Chairman  and  Gentlemen,  , : ^.j.0  . ■ A. 

■ ■ • o*iori 

I have  the  honour  to  present  a short  report -of  the 
Sanitary  conditions  of  the  District  for  the  year  1944.  rbr.:.i3 

51  Cr-di  • , / / ; if  'iuoco  1 

This  was  again  another  busy  war  year,  with  everyone  fully 
employed.  The  health  of  the  area  remained  good  with;no  serious 
outbreak  of. disease. 
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Vital  Statistics. 
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Births. 

. , ...  .n 

r ; ri 

. ..  l\  X 

Males 

Females. 

v j: 

Total. 

19 

21 

Legitimate 

17 

20 

Illegitimate, 

2 

1 
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Still  Births. 

Males 

Females# 

Total. 

1 

mm 

Lqd  h 

Legitimate . 

1 
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Deaths  of  Infants  under  ono  year 

of  age. 

NIL. 

* • 

Deaths  from  all  causes; 

Males  . 

Females, 

• : 3 *'). 

Total. 

12 

17 

Causes  of  Death. 

- 
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Tuberculosis , Respiratory 

Influenza 
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1 

1 

3 , 
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Cancer 
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VP  . \J,.  tj 

1 
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Diabetes. 

1 

■;  v 'J  --1  3 

Heart  Disease. 

7 

<•  2 
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Intorcranial  Lesions. 

Pneumonia. 

1 

4 . 
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Other  Respiratory  Diseases 

1 

Digestive  Diseases 

'1  . 

Nephritis . 

Various  other  causes 

1 

2 

3 

12 

17 

Notifiable  Infectious  Diseases . 

'Two  cases  of  Diptheria  occurod  ih  the  area,  both  in  adults  who 
had  not-  been  immunised,  both  cases  were  removed  to  hospital, 
and  also  two  children  in  one  of  the  households  as  they  were  found 
to  be  potential  carriers,  they  woro’takon  to  the  hospital  for 
isolation  purposes.  All  the  children  in  both  families  had  been 
previously  immunised,  and  although  being  in  small  cottagos  and 
in  close  contact  with  the  patients  before  their  removal  tp  hospit 
none  of  the  children  developed  the  disease. 

One  of  the  actual  cases  w as  severe  in  character,  but  recovered. 


M-St  of  Infectious 


Diseases. 


Disease . 

Total  casos 
notified. 

Cases  admitted 
to  nospital. 

Total 

Death; 

Scarlet  Fever, 

5 

4 

Diothcria. 

<•> 

2 

Measles. 

39 

Whooping  Clugh 

lb 

M 

Cerobro  Spinal  Moni 

ngitis  1 

1 

Dysentery 

1 

1 

Pneumonia. 

1 

Erysip lias 

4 

2 

- 

Tuberculosis^ 

Total  cases  Total  Deaths c 
notified. 

Respiratory  3 1 

Non  Respiratory 

Water  Supply . 

There  was  no  change  in  the  water  supply  during  the 
yoar,  Thore  was  some  shortage  during  the  summer  months,  requiring 
the  turning  off  of  the  supply  during  the  night,. 

Bacteriological  reports  on  the  Chlorinated  supply 
were  satisfactory. 


Sewage  Disposal , 

There  was  no  alteration  in  the  sewage  disposal 
methods.  Repairs  wore  carried  out  to  the  sewage  ejector  at  the 
Station  Road  end  of  the  Town,  This  breakdown  caused  flooding 
to  occur  in  this  part  of  the  district. 


Housing, 

A certain  amount  of  overcr owding  caused  by  war 
conditions,  and  which  it  was  impossible  to  abate  occur ed  during 
the  year. 

Home  Nursing,  Hospital  and  Ambulance  facilities 
remain  as  before  and.  worked  satisfactorily. 


I remain,  Mr  Chairman  and  Gentlemen, 
Your  3 f ai t hf ully , 

C.Cc Court,  M.B.  Ch.B.  D.P.H, 

Medical  Officer  of  Health, 
Ilminster  (Jrban  District, 


